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A 


BILL 


INTITULED 

An Act to confirm certain Provisional Orders made by the a.d. 1901. 
Board of Trade under the Electric Lighting Acts. 1882 
and 1888 relating to Blackcock Dungannon Kildare 
and Waterford. 

TTTHEKELS under the authority of the Electric Lighting Acts 45 & 46 Viet. 
W 1882 and 1888 the Board of Trade hare made the- several 
Provisional Orders set out in the schedule to this Act : c. IS. 

And whereas a Provisional Order made by the Board ot Trade 
5 under- the authority of the said Acts is not of any validity or force 
whatever until the confirmation thereof by Act of Parliament : 

And whereas it is expedient that the. several Provisional Orders 
made by the Board of Trade under the authority of - the said Acts 
as set out in the schedule to this Act he confirmed by Act of 
10 Parliament: 

Be it therefore enacted by the King’s most Excellent Majesty 
hv and with the advice and consent of the Lords Spiritual and 
Temporal and Commons in this present Parliament assembled and 
by the authority of the same as follows 

15 1 This Act may he cited as the Electric Lighting Orders Short title. 

Confirmation (No. 10) Act 1901. 

2. The several Orders as set out in the schedule to this Act Orders i„ 
shall he and the same are hereby confirmed and all tbe provisions conBrmed 
thereof in manner and form as they are set out in the said 
20 schedule shall from and after the passing of tins Act have full 
validity and effect. 


[Bill 210.] 
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A..D. 1901. SCHEDULE. 


LIST OF ORDERS. 


1. Blackrock. — Provisional Order granted by the Board of Trade under the 

Electric Lighting Acts 1882 and 1888 to the Urban District Council 
of Blackrock. # o 

2. Dungannon. — Provisional Order granted by the Board of Trade under the 

Electric Lighting Acts 1882 and 1888 to the Urban District Council 
of Dungannon. 

8. Kildare. — Provisional Order granted by the Board of Tra.de under the 
Electric Lighting Acts 1882 and 1888 to the Naas (No. 1) Rural 10 
District Council. 

4. Waterford. — Provisional Order granted by the Board of Trade under 
the Electric Lighting Acts 1882 and 1888 to the Mayor Aldermen and 
Burgesses of the Borough of Waterford. 
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BLACK ROCK ELECTRIC LIGHTING . 

Provisional Order granted by the Board of Trade tinder the 
Electric Lighting Acts 1882 and 18SS to the Urban District 
Council of BlacJcrock in respect of the Urban District of 
5 Blacfcrock in the County of Dublin. 


1. This Order may be cited as the Blackrock Electric Lighting Order 1901. short title. 

2. The provisions contained in the schedule to the Electric Lighting ^oration 

(Clauses) Act 1899 (with the exception of section 83 of that schedule) Lighting 
are incorporated with and form part of this Order. 1899 !^ U 

10 3. The Undertakers for the purposes of this Order and within the Undertakers, 

meaning of section 2 of the schedule to the Electric Lighting (Clauses) Act 
1899 are the Urban District Council of Blackrock. 

4. The area of supply for the purposes of this Order and within the Area of supply, 
meaning of section 4 of the schedule, to the Electric Lighting (Clauses) Act 

15 1899 shall be the area which is described in the First Schedule to this Order 
and is more particularly delineated on the map deposited together with this . 

Order at the Board of Trade by the Undertakers and signed by an assistant 
secretary to the Board of Trade. 

5. Subject to the provisions incorporated with this Order the Undertakers J°"'® r e ‘° s b ^ k 
0 are specially authorised by this Order to break up the streets not repairable 

by the local authority which are mentioned in the Second Schedule to this 
Order and the tramways which are also mentioned in that schedule. 

6. The streets and parts of streets throughout which the Undertakers Co“P u,sor 3' 
are to lay down suitable and sufficient distributing mains for the purposes 

25 of "eneral supply within a period of two years after the commencement 
of this Order as mentioned in section 21 of the schedule to the Electric 
Lighting (Clauses) Act 1899 are those mentioned in the Third Schedule 
_ to this Order. 

7. The maximum prices which may be charged by the Undertakers as Maximum 
30 mentioned in section 32 of the schedule to the Electric lighting (Clauses) pnces ' 

Act 1 899 are those stated in the Fourth Schedule to this Order. 


8. This Order shall come into force upon the day when the Act confirming Commence- 
this Order is passed and that day for the purposes of the Electric Lighting ment 0 
(Clauses) Act 1899 shall be the commencement of this Order. 


£ 210 .] 


A 2 


Printed image digitised by the University of Southampton Library Digitisation Unit 



4 


Electric Lighting Provisional Orders (No. 10). [1 Edw. 7.] 


A.D. 1901. SCHEDULES. 

Blackrock. 

FIRST SCHEDULE. 


Area of Supply. 

The whole of the urban district . of Blackrock as constituted at the 
commencement of this Order. 


SECOND SCHEDULE. 


List of Streets not repairable by the Local Authority and Tramways 
whichmay .be broken up by the Undertakers in pursuance of the Special 
Powers granted by this Order. 

(a) Streets 

Roadway from Rock Road to the station of the Dublin Wicklow and 
Wexford Railway Company at Booterstown. 

Roadway from Idrone Terrace Road to the station of the Dublin Wicklow 
and Wexford Railway Company at Blackrock. 

(i b ) Tramways: — 

So much of the tramways of the Dublin Southern District Tramway 
Company as are. situate within the area of supply. 


THIRD SCHEDULE. 


List of Streets and 'parts of Streets throughout which the Undertakers are . 
to lay down suitable and sufficient Distributing Mains for the 20 
purposes of general supply within a period of Two Years after the 
commencement of this Order. 

Rock' Road Monkstown Road Carysfort Avenue (from Rock Road to 
Meath School) Merrion Avenue (from Rock Road to Waltham Terrace) 
Idrone Terrace Road Bath Place George’s Avenue Booterstown Avenue 25 
(from Rock Road to corner of Cross Avenue). 
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FOURTH SCHEDULE. 

Maximum Prices. 


A.D. 1901. 
Blackroch. 


In this schedule — 

The expression “unit” shall mean the energy contained in a current of 
5 one thousand amperes flowing under an electro-motive force of one 

volt during one hour. 

Section 1. 

Where the Undertakers charge any consumer by the actual amount. o£ 
energy supplied to him they shall be entitled to charge him at the following 
10 rates per quarter For any amount up to twenty units eleven shillings and 
eightpence and for -each unit over twenty units sevenpence. 

Section 2. 

Where the Undertakers charge any consumer by the electrical quantity 
contained in the supply given to him they shall he entitled to charge him 
15 according to the rates set forth in section 1 of - this schedule the amount of 
energy supplied to him being token to be the product of that electrical 
quantity and the declared pressure at the consumer's terminals that is to say 
such a constant pressure at those terminals, as may be declared by the 
Undertakers under the Board of Trade regulations. 


DUNGANNON ELECTRIC LIGHTING. 

Provisional Order granted toy the Board of Trade under the 
Electric Lighting Acts 1882 and 1888 to the Urban District 
Council of Dungannon in respect of the Urban District of 
Dungannon in the County of Tyrone. 

1. This Order may be cited as the Dungannon Electric Lighting i 
Order 1901. 

2. ' The provisions contained in the' schedule to the Electric lighting 
(Clauses) Act 1899 (with the exception of section 88 of that schedule) are 
incorporated with and form part of this Order. 

8 The Undertakers for the purposes of this Order and within the meaning 
of section 2 of tlic schedule to the Electric lighting (Clauses) Act 1899 are 
the Urban District Council of Dungannon. 

4 The area of supply for the purposes of this Older and within the 
meaning of section 4 of the seliediils to the Electric Lighting (Clauses) Act 
35 1899 shall be the area which is described in the First Schedule to this Order 

and is more particularly delineated on the map deposited together with this 
Order at tlic Board of Trade by the Undertakers and signed by an assistant, 
secretary to the Board of Trade- 


20 


25 


30 


Incorporation 
of the Electric 
Lighting 
(Clauses) Act 
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A.D. 1901. 

Dungannon. 

Compulsory 

works. 


Maximum 

prices. 


Commence- 
ment of Order. 
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5. The streets and parts of streets throughout which the Undertakers are 
to lay down suitable and sufficient disti'ibuting mains for the purposes of 
general supply within a pei'iod of two years after the commencement of this 
Order as mentioned in section 21 of the schedule to the Electric Lighting 
(Clauses) Act 1899 are those mentioned in the Second Schedule to this Order. 5 

6. The maximum prices which may be charged by the Undertakers as 
mentioned in section 32 of the schedule to the Electric Lighting (Clauses) 

Act 1899 are those stated in the Third Schedule to this Order. 

7. This Order shall come into force upon the day when the Act confirming 
this Order is passed and that day for the purposes of the Electric Lighting 10 
(Clauses) Act 1899 shall be the commencement of this Order. 


SCHEDULES. 


FIRST SCHEDULE 


Area of Supply. 

The urban district of Dungannon as constituted at the commencement of 15 
this Order. 


SECOND SCHEDULE. 


List of Streets and parts of Streets throughout which the Undertakers are to 
lay down suitable and sufficient Disti'ibuting Mains for the puiposes of 
general supply within a period of Two Years after the commencement 20 
of this Order. 

Church Street Perry Street Park Road Northland Row (including 
Howard Terrace) Irish Street Ann Street Market Square Castle Hill 
Thomas Street William Street Scotch Street George's . Street Barrack 
Street Ranfurly Terrace. 25 


THIRD SCHEDULE. 


Maximum Prices. 

In this schedule — 

The expression “ unit ” shall mean the energy contained in a current of 
one thousand amperes flowing under an electro-motive force of one 30 
volt during one hour. 
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Section 1. 

Where the Undertakers charge any consumer by the actual amount of 
energy supplied to him they shall be entitled to charge'him at the following 
rates per quarter For any amount up to twenty units thirteen shillings and 
5 fourpence and for each unit over twenty units eightpence. 


Section 2. 

Where the Undertakers charge any consumer by the electrical quantity 
contained in the supply given to him they shall he entitled to charge him 
according to the rates set forth in section 1 of this schedule the amount of 
1 n energy supplied to him being taken to be the product of that electrical quantity 
and the declared pressure at the consumer's terminals that is to say such 
a constant pressure at those terminals as may be declared by the Undertakers 
under the Board of Trade regulations. 


KILDARE ELECTRIC LIGHTING. 

„ Provisional Order granted by tie Board of Trade under tlie 
Mectric Lighting Acts 1882 and 1888 to tie Naas No. 1 
llural District Cornell in respect of the Town of Kildare and 
other parts of the Naas No. 1 Mural Distinct adjacent thereto 
all in the County of Kildare. 

20 1. This Order may be cited as the Kildare Electric Lighting Order 1901. 

2. The provisions contained in the schedule to the Electric Lighting 
(Clanses) Act 1899 (with the exception of section 83 of that schedule) 
are incorporated with and form part of this Order. 

3 The Undertakers for the. purposes of this Order and within the meaning 
2B of. section 2 of the schedule to the Electric Lighting (Clanses) Act 1899 are 

the Naas No. 1 Kural District Council. 

4 The area of supply for the purposes of this Order and within the 
■ inemimg of section 4 of the schedule to the Electric Lighting (Clauses) 

Act 1899 shall he the- area which is described in the First Schedule to this 
SO Order and is more particularly delineated on the map deposited together 
with this Order at the Board of Trade by the Undertakers and signed by 
an assistant secretary to the Board of Trade. 

5 The streets and parts of streets throughout which the Undertakers 
are to lay down suitable and sufficient distributing mains for the purposes of 

35 general supply within a period of two years after the commencement of this 
Order as mentioned in section 21 of the schedule to the Electric. Lighting 
(Clauses) Act 1899 are those mentioned in the Second Schedule to this 
Order. 


A.D. 1901. 

Dungannon. 


Kildare. 


Short title. 

Incorporation 
of the Electric 
Lighting 
(Clauses) Act, 
1899. 

Undertakers. 


Area of supply. 


Compulsory 
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A. D. 19 01. g The maximum prices which may be charged by the Undertakers as 
Kildare. mentioned in section 32 of the schedule to the Electric Lighting (Clauses) 
Drices" UDJ Act 1899 are those stated in the Third Schedule to this Order. 

Commence- 7 This Order shall come into force upon the day when the Act confirming 
rneut o i er. ^. g Q r( j er p asse( j an( j that day for the purposes of the Electric Lighting 5 
(Clauses) Act 1 899 shall be the commencement of this Order. 


SCHEDULES. 


first schedule. 


Area of Supply. 

The following parts of the Haas No. 1 Rural District namely the town jq 
of Kildare and the following adjacent townlands and portions of townlands 
viz. Kildare Whitesland East Cqoiaknock Glebe Curragh Farm Bishopsland. 
Crockanure Glebe South Green Loughminane Knockshough Glebe Loughlion 
and Grey Abbey all situate in the parish of Kildare also that part of Tally 
West lying north of the southern boundary of the field known as the 15 
Barn Field in the occupation of Francis Lee and also that part of Tully East 
ly ing north of the southern boundary of Col. W. H. Walker’s holding 
both situate in the parish of Tully and all situate in the Kildare Electoral 
Division in the county of Kildare. 

In case of any difference between the description of the area of supply in 20 
this schedule and the area as delineated on the deposited map the latter is to 
prevail. 


SECOND SCHEDULE, 

List of Streets and parts of Streets throughout which the Undertakers are to 

lay down suitable and sufficient Distributing M ains for the purposes of 25 
general supply within a period of Two Years after the commencement 
of this Order. 

Claregate Street Market Square Hospital Street Infirmary Road Tully 
Road from Roman Catholic Chapel to Conneberry Hill Abbey Road from 
Pound Green to the southern boundary of Grey Abbey Graveyard Pound 
Green Pound Green -.to Parochial House Church Lane Chapel Hill Chapel 
Lane Shraud Rathbride Read from Shraud Cross Roads to Railway Bridge 
Curragh Road from Shraud Cross Roads for a distance of two furlongs west 
and Bride Street. 
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THIRD SCHEDULE. 

Maximum Prices. 

In this schedule — 

The expression “ unit ” shall mean the energy contained in a current of 
g one thousand amperes flowing under an electro -motive force of one 

volt during one hour. 

Section 1. 

Where the Undertakers charge any consumer by the actual amount of 
energy supplied to him they shall be entitled to charge him at the following 
10 rates per quarter For any amount up to twenty units thirteen shillings and 
fourpence and for each unit over twenty units eightpence. 

Section 2. 

Where the Undertakers charge any consumer by the electrical quantity 
- contained in the supply given to him they shall be entitled to charge him 
15 according to the rates set forth in section 1 of this schedule the amount of 
energy supplied to him being taken to be the product of that electrical 
quantity and the declared pressure at the consumer’s terminals that is to say 
such a constant pressure at those terminals as may be declared by the 
Undertakers under the Board of Trade regulations. 


20 WATEREORD ELECTRIC LIGHTING. Waterford. 

Provisional Order granted by the Hoard of Trade wider the 
Electric Lighting Acts 1882 and 1888 to the Mayor Aldermen 
and Burgesses of the Borough of Waterford in respect of the ■ 

Borough of Waterford in the County of the City of Waterford. 

25 1 This Order may be cited as the Waterford Electric Lighting Order 1901. Start title. 

2 The provisions contained in the schedule to the Electric Lighting 

(Clauses) Act 1899 (with the exception of section 83 of that schedule) are Hgtaj* ^ 
incorporated with and form part of this Order. 1899. 

3 The Undertakers for the purposes of this Order and within the meaning IM.rt.tar,. 
on of section 2 of the schedule to the Electric Lighting (Clauses) Act 1899 are 

the mayor aldermen and burgesses of the borough of Waterford. 

4 The area of supply for the purposes of this Order and within the Arc 
meanino of section 4 of the schedule to the Electric Lighting (Clauses) Act 
1899 shall be the area which is described in the First Schedule to this 

on Order and is more particularly delineated on the map deposited together 
35 with this Order at the Board of Trade by the Undertakers and signed by 
an assistant secretary to the Board of Trade. 

[210.] B 
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A.D. 1901. 

Waterford. 
Power to break 
up streets &c. 

Compulsory 


Maximum 


Commence- 
ment of 
Order. 
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5. Subject to the provisions incorporated with this Order the Undertakers 
are specially authorised by this Order to break up the streets not repairable 
by the local authority which are mentioned in the Second Schedule to this 
Order and the railways which are also mentioned in that Schedule. 

6. The streets and parts of streets throughout which the Undertakers are 5 
to lay down suitable and sufficient distributing mains for the purposes of 
general supply witbin a period of two years after the commencement of this 
Order as mentioned iu section 21 of the schedule to the Electric Lighting 
(Clauses) Act 1S99 are those mentioned in the Third Schedule to this Order. 

7. The maximum prices which may be charged by the Undertakers as 10 
mentioned in section 32 of the schedule to the Electric Lighting (Clauses) 

Act 1899 are those stated in the Fourth Schedule to this Order. 

8. This Order shall come into force upon the day when the Act confirming 

this Order is passed and that day for the purposes of the Electric Lighting 
(Clauses) Act 1S99 shall be the commencement of this Order. 15 


SCHEDULES. 


FIRST SCHEDULE. 


Area of Supply. 

The whole of the borough of Waterford as constituted at the commencement 
of this Order. 20 


SECOND SCHEDULE. 


List of Streets not repairable by the Local Authority and Railways which may 
be broken up by the Undertakers in pursuance of the Special Poitiers 
granted by this Order. 

(«) Streets : 

Bridge over the River Suir. 

( b ) Railways: 

The level crossing of the Waterford and Tramore Railway in Bath Street. 
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THIRD SCHEDULE. 


List of Streets and parts of Streets throughout which the UndertaJcers are 
to lay down suitable and. sufficient Distributing Mains for the purposes 
of general supply within a period of Two Years after the commencement 
5 of this Order. 

Abbey Road Arundel Square Adelphi Quay Bridge Street Barker Street 
Ballybricken Barrack Street Barronstrand Street Broad Street Blackfriars 
Street Bolton Street Ballytruckle Road Bank Lane Convent Hill College 
Street Castle Street Cathedral Square Colbeck Street Catherine Street 
10 Canada Street Dye House Lane Dock Road Doyle’s Road Fountain Road 
Francis Street French Church Street Grattan Quay Green’s Lane George’s 
Street Gladstone Street Hanover Street Henry Street Hennessy’s Road High 
Street Hardy’s Road Jail Street John Street Johnstown John’s Hill Lower 
Yellow Road Lombard Street Mary Street Morgan Street Morrisson’s Road 
15 Mayor’s Walk Manor Street Michael Street Newgate Street New Street 
Newtown Road (Upper) Newtown Road (Lower) O’Connell Street Olive 
Street Peter’s Lane Patrick Street Peter Street Parnell Street Reginald’s 
Lane Rose Lane Railway Square Suir Street Summerhill Stephen Street 
Saint Francis Place Saint Ignatius Street South Parade The Bridge across 
20 the River Suir The Glen The Quays Thomas Street Thomas Hill The Mall 
William Street Waterside and Water Street. 


FOURTH SCHEDULE. 


Maximum Prices. 

In this schedule — 

25 The expression “ unit ” shall mean the energy contained in a current of 
one thousand amperes flowing under an electro-motive force of one 
volt during one hour. 

Section 1. 

Where the Undertakers charge any consumer by the actual amount of 
30 energy supplied to him they shall be entitled to charge him at the following 
rates per quarter For any amount up to twenty units eleven shillings and 
eightpence and for each unit over twenty units sevenpence. 

Section 2. 

Where the Undertakers charge any consumer by the electrical quantity 
35 contained in the supply given to him they shall be entitled to charge him 
according to the rates set forth in section 1 of this schedule the amount of 
energy supplied to him being taken to be the product of that electrical 
quantity and the declared pressure at the consumer’s terminals that is to say- 
such a constant pressure at those terminals as may be declared by the 
40 Undertakers under the Board of Trade regulations. 


A.D. 1901. 

Waterford. 
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